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PLEASE P 7 
Short List Of Candidates For Dean of Engineering and Computer Science 


April 18, 1995 — The Advisory Search Committee for a Dean of the Faculty of Engineering 
and Computer Science has prepared a short list of two candidates for the position named 
above. The committee invites feedback from the community, in the manner prescribed by 
the policy governing search committees. Listed in alphabetical order, the candidates are: 


Dr. J. Charles Giguére 

An Associate Professor in Concordia's Department of Electrical and Computer Engineering 
since 1971, Charles Giguére served as Assistant Dean of the Faculty from 1973 to 1982, and 
as Associate Dean from 1982 to 1985, before becoming Concordia's Vice-Rector, Services, in 
1986. He was founding director of the Centre de Recherche Informatique de Montréal 


(CRIM) in 1983 and continued to direct the Centre until 1987. Dr. Giguére earned his PhD 
from the Technical University of Nova Scotia in 1969. 


Dr, Archibald N. Sherbourne 


Archibald Sherbourne is a Professor of Civil Engineering in the Faculty of Engineering at 
the University of Waterloo, where he served as Dean from 1966 to 1974. Dr. Sherbourne 
has travelled extensively over the past 30 years as visiting professor, guest lecturer, 
professional consultant and technical advisor. He earned a PhD in Structural Engineering 
from the University of Cambridge in 1960, and subsequently received a Doctorate in 
Science from the University of London in 1970. 


Please Note: Written comments about the candidates will be reviewed and considered 
by the search committee, providing they are signed and received no later than 5:00 p.m. 
on Friday, April 28, 1995. All written comments will be handled in confidence. Letters 
should be addressed to the Chair of the Advisory Search Committee for a Dean of the 
Faculty of Engineering and Computer Science, and sent or delivered to the Office of the 
Secretary-General, BC-128. The Office is located at 1463 Bishop Street. 
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Ce communiqué est également disponible en frangais. Veuillez téléphoner au 4880. 
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